To:  Administrator/Ex.  6 

From:  Burke,  Thomas 

Sent:  Thur  8/13/2015  1:25:06  AM 

Subject:  Re:  Checking 


Missed  a call  with  no  caller  ID.  Just  making  sure,  were  you  trying  to  reach  me?  Was  on  a call  with  EOC 
and  others  on  status  of  data. 

Tom 


Thomas  A.  Burke,  PhD,  MPH 

Deputy  Assistant  Administrator 

EPA  Science  Advisor 

Office  of  Research  and  Development 

202-564-6620 

burke.thomas@epa.gov 


Administrator/Ex.  6 


> On  Aug  12,  2015,  at  10:14  AM,  t, 

> : 

> Please  all  my  cell.  Thanks 

> 

> Sent  from  my  iPhone 

> 

» On  Aug  12,  2015,  at  8:12  AM,  Burke,  Thomas  <Burke.Thomas@epa.gov>  wrote: 

» 

» Will  get  on  this  and  get  back  ASAP 
» 

» Tom 
» 

» Thomas  A.  Burke,  PhD,  MPH 
» Deputy  Assistant  Administrator 
» EPA  Science  Advisor 
» Office  of  Research  and  Development 
» 202-564-6620 
» burke.thomas@epa.gov 
» 

»>  On  Aug  12,  2015,  at  9:30  AM, 

»> 


wrote: 


Administrator/Ex.  6 


> wrote: 


i Deliberative  Process/Ex.  5 

ij 

>>> 

»>  Sent  from  my  iPhone 
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